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Message Text 


UNCLASSIFIED 

PAGE 01 GENEVA 043 10 131518Z 
41 

ACTION VOE-OO 

INFO OCT-01 10-03 ADP-00 AF-05 SR-02 ORM-03 INSE-00 /014W 

073307 

R 131450Z AUG 73 
FM USMISSION GENEVA 
TO AMEMBASSY KAMPALA 
INFO SECSTATE WASHDC 1 142 

UNCLAS GENEVA 4310 

E.O. 11652: N/A 
TAGS: CVIS, UG 

SUBJ: VISAS: IMACULATA FERNANDES AND FIVE CHILDREN 
REF: KAMPALA 2531 

ICEM ASKS DELIVERY FOLLOWING MESSAGE LAPIDOTH UNDEVPRO AS REPLY 
HIS OPEN MESSAGE UDA 154 

AA.FERN ANDES CASE ICEM UNABLE MEET COSTS FOR BRIEF VISIT USA 
AND HAS NO INFORMATION WHETHER SHE IS OF AFRICAN OR ASIAN 
ORIGIN. IF LATTER WOULD THERE BE PROBLEMS FOR RE-ENTRY 
UGANDA. 

BB.ICEM APPROACHING CWS SPONSORING VOLAG TO DETERMINE IF FOR 
COMPASSIONATE REASONS THEY WILLING PAY ROUND TRIP FARES 
WITH POSSIBILITY ICEM MEETING RETROACTIVELY COSTS KAMPALA/ 

NEW YORK IF MRS. FERANDES DECIDES REMAIN USA AFTER ARRIVAL 
THERE. HAVE CHANGED SWISSAIR BOOKING MISTRY FAMILY TO 18/8. 

WILL MAKE SWISSAIR BOOKING FERNANDES CASE ONLY AFTER YOUR 
OPINION AA ABOVE AND OUR CONTACT CWS. THEREFORE GRATEFUL 
EARLIEST REPLY. IF ICEM MAKING SWISSAIR BOOKING WOULD 
PREFER ONLY ISSUE TICKETS KAMPALA/NEW YORK AND RETURN 
TICKETS ONLY ISSUED NEW YORK UNLESS THIS PROCEDURE CAUSES 
DIFFICULTIES FOR US VISITORS VISAS OR UGANDA EXIT PERMIT. 

BASSIN 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973GENEVA04310 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: GENEVA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730842/aaaaberd.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ACTION VOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: KAMPALA 2531 

Review Action: RELEASED, APPROVED 

Review Authority: kellerpr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: WITHDRAWN <28-Sep-2001 by reddocgw, INA>; RELEASED <01 -Feb-2002 by kellerpr>; APPROVED <01 -Feb-2002 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: VISAS: IMACULATA FERNANDES AND FIVE CHILDREN 
TAGS: CVIS, UG 
To: VO 
Type: TE 
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